RG104 E-1 Box 161 


No.. No. 41. 

ASSAYEE’S REPORT TJRON SILVER BULLION. 


Deposited at the U. S. Mint at .S on account of a 


purchase made by the , on the . day of , 188 , 

of . 


DESOEIPTION. 

NO. 

WEIGHT AFTER MELTING 
AND DEDUCTIONS. 

SILVER FINENESS. 

GOLD FINENESS. 

-— r —.. 

BASE METAL. 

CHANGES POE— 

OUNCES. 

DEC. 

1,OOOths. 

1,000ths. 

1,000ths. 







Melting, j 

Parting, cents per oz. gross, and t additional on deposit. 

Refining, “ “ “ $ “ “ 

Tonglieuing,.cents per oz. gross weight. 

Silver Bars, cents on onnees. 

Gold Bars, per cent, on $ 

Copper Alloy, 2 cents per oz. for ounces. 










To the Superintendent: 

Above is my Report of Assays and Charges upon year Statement of Purchase. 






























[RG104 E-l Box 161] 


[U.S. Mint Form No. 41 

"Assayer's Report Upon Silver Bullion"] 



